City of Suffolk 
HISTORIC LANDMARKS COMMISSION 


NANSEMOND 1646 SUFFOLK 1742 


December 9, 2021 


THE REGULAR MEETING 
OF THE 
HISTORIC LANDMARKS COMMISSION 
WILL BE HELD AT 9:00 A.M. IN 
CITY COUNCIL CHAMBERS 
CITY HALL BUILDING 


Note: If You Cannot Attend This Meeting, 
Please Notify the Planning Division 
by 12:00 Noon, 

Wednesday, December 8, 2021 
(757) 514-4060 


PREPARED BY THE CITY OF SUFFOLK 
DEPARTMENT OF PLANNING & COMMUNITY DEVELOPMENT 


DIVISION OF PLANNING 


AGENDA 
Historic Landmarks Commission Meeting 
Thursday, December 9, 2021 
9:00 a.m. 


Call to Order 
Roll Call 
Approval of the Minutes 


New Business 


A. Request for Certificate of Appropriateness HLC2021-00035, submitted by Jeri 
Eley, Andrews Roofing Company, Inc., applicant, on behalf of Alice Fuller, property 
owner, for exterior alterations at property located at 512 W. Washington Street. The 
property is further identified as Tax Map Number 34G17(2)A*2A*3, Suffolk Voting 
Borough, zoned CBD, Central Business District zoning district, and HC, Historic 
Conservation Overlay District. 


B. Request for Certificate of Appropriateness HLC2021-00036, submitted by Gerry 
Jones, Director of Capital Programs and Buildings, applicant, on behalf of the City of 
Suffolk, property owner, for demolition at property located at 219 W. Washington 
Street. The property is further identified as Tax Map Number 34G18(A)*361, zoned 
CBD, Central Business District zoning district, and HC, Historic Conservation 
Overlay District. 


C. Request for Certificate of Appropriateness HLC2021-00037, submitted by Gerry 
Jones, Director of Capital Programs and Buildings, applicant, on behalf of the City of 
Suffolk, property owner, for demolition at 309 and 321 W. Washington Street and 
new construction at property located at 309, 321, 407, 409, and 413 W. Washington 
Street and 114- 124 Lee Street. The property is further identified as Tax Map Numbers 
34G17(A)*176, 34G17(A)*177, 34G17(A)*181, 34G17(A)*182, 34G17(A)*183, 
34G17(A)*184, 34G17(A)*189, 34G17(A)*190, and 34G17(A)*191, Suffolk Voting 
Borough, zoned CBD, Central Business District zoning district, and HC, Historic 
Conservation Overlay District. 


D. Request for Certificate of Appropriateness HLC2021-00038, submitted by Steven 
Oser, 312 N. Main Street, LLC, applicant and property owner, for exterior alterations 
at property located at 312 N. Main Street. The property is further identified as Tax 


Map Number 34G11(A)*161, Suffolk Voting Borough, zoned CBD, Central 
Business District zoning district, and HC, Historic Conservation Overlay District. 


V. — Staff Reports 
1. Enforcement Updates 
a. Property Maintenance 
b. Zoning 


2. Administrative Approvals 


VI. Adjournment 


MINUTES 
HISTORIC LANDMARKS COMMISSION 
November 18, 2021 
9:00 A.M. 


The regular meeting of the Historic Landmarks Commission was held on Thursday, November 18, 2021, 
at 9:00 a.m., in the Council Chambers of Suffolk City Hall, 442 W. Washington Street, Suffolk, Virginia, 
with the following persons present: 


MEMBERS PRESENT: STAFF: 

George Bailey Alexis Baker, Comprehensive Planning Manager 
William Bissell Susan Dillard, Property Maintenance Official 
Susan Coley Jennifer Cobb, Zoning Administrator 

Mary Austin Darden Sean Dolan, City Attorney 

Merritt Draper Grace Braziel, Planner II 

Oliver Hobbs 

Edward King 

Brian Shaffer 


Vivian Turner 


The meeting was called to order by Chairman Hobbs. The roll was called by Alexis Baker, and the 
Chairman was informed that a quorum was present. Chairman Hobbs acknowledged Mr. Brian Shaffer, 
our new Historic Landmarks Commissioner, and allowed him an opportunity to introduce himself to the 
board. 


APPROVAL OF THE MINUTES: The minutes of the previous meeting were approved as presented. 
NEW BUSINESS: 


Mr. Gerry Jones, Director of Capital Programs, introduced two new projects coming to the city. Those 
projects are the Suffolk Central Library and the Festival Event Park. Mr. Jones gave space for Mr. Charles 
Wray, with Quinn Evans Architectural Planning Design Firm in Richmond, to discuss the design of the 
new library. The two floor, 37,000 square feet building will be located further down on West Washington 
Street and bounded by Lee Street and Jackson Street. 


Mr. Gerry Jones briefed the Commissioners on the Festival Event Park Project. The Park will be used to 
hold festivals, live music, and holiday events. 


Both projects will be coming before the Commissioners for action in December. 


STAFF REPORTS: 


Enforcement Update: 
Susan Dillard, Property Maintenance Official, reported on the following properties: 


342 N. Main St - Summons was issued for owner to appear in court hearing, owner fined $400.00 
179 E. Washington St — Property maintenance violation - court continuance on February 3, 2022 
239 W. Washington St - Hurricane damage - court continuance on December 2, 2021 

130 Oakdale Tr - Notice of Violation issued 

251-253 W. Washington St - Property is in compliance, the case was dismissed on November 4, 2021 
388 E. Washington St - Damage to the exterior wall - court continuance on December 2, 2021 
205 Grace St - Repairs are in progress 

223 Bank St - Summons was issued on November 4, 2021, the structure will be secured 

219 Clay St - Court continuance on December 2, 2021 

181 N. Main St - Vacant structure — owner asked for an extension to repair 

118 Pinner St - Property was sold - the new owner will demolish the house 

140 W. Washington St - Notice of violation issued 

162 S. Main St — Property maintenance violations - court on December 2, 2021 


Zoning Update: 
Jennifer Cobb, Zoning Administrator, reported on the following properties: 


128 Brewer Ave - Working without an approved COA 

129 Brewer Ave - Working without an approved COA 

156 W. Washington St -Working without an approved COA 

302 Bank St - Working without a zoning permit / COA 

351 N. Main St - Operating a Tire Repair Shop without a Conditional Use Permit (CUP) 
201 E. Washington St - Live entertainment without a Conditional Use Permit (CUP) 


Administrative Approvals: 
There were two (2) administrative approvals since the last meeting on June 10, 2021 


HLC2021-00032 - 118 St. James Ave - Replace 3-tab shingles with architectural shingles; new porch 
railings, and paint and scrape as needed 


HLC2021-00033 - 251 N. Main St - Replace privacy fence and repair damaged chimney 
Alexis Baker also spoke concerning the special meeting on December 2, 2021 at 9:00 a.m. The purpose 
of that meeting is to discuss the design guidelines. The regular meeting will be held on December 9, 2021 


at 9:00 a.m. with four application that will be presented. 


There being no further business, the meeting was adjourned. 


HISTORIC LANDMARKS COMMISSION 


Motion: 

Vise 

ph 

November 18, 2021 
Vote: 
ATTENDANCE 
COMMISSIONERS PRESENT | ABSENT YES NO 
Bailey, George x 


Bissell, William N. 


Coley, Susan 
Darden, Mary Austin, Vice Chairman 
Draper, Merritt 


Hobbs, Oliver, Chairman 


King, Edward L. 


Shaffer, Brian 
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Turner, Vivian 


DEPARTMENT OF 
PLANNING & COMMUNITY DEVELOPMENT 


Division of Planning 


To: 
From: 
Date: 


Subject: 


CITY OF SUFFOLK 


442 W. WASHINGTON ST., P.O. BOX 1858, SUFFOLK, VIRGINIA 23439-1858 
PHONE: (757) 514-4060 FAX: (757) 514-4099 


Historic Landmarks Commission 
Alexis Baker, AICP, Comprehensive Planning Manager 
December 9, 2021 


Request for Certificate of Appropriateness HLC2021-00035, submitted by Jeri 
Eley, Andrews Roofing Company, Inc., applicant, on behalf of Alice Fuller, 
property owner, for exterior alterations at property located at 512 W. Washington 
Street. The property is further identified as Zoning Map Number 
34G17(2)A*2A*3, Suffolk Voting Borough, zoned CBD, Central Business District 
zoning district, and HC, Historic Conservation Overlay District. 


STAFF REPORT 


Overview of the Subject Property and Surrounding Area 


The subject property is located at 512 W. Washington Street. This property is part of the West End 
Historic District of the Suffolk Historic Conservation Overlay District and is located in the Central 
Business District zoning district. The majority of the buildings in this area were constructed in the 
late 19" and early 20" centuries and represent Queen Anne Victorian, Greek Revival, and Colonial 
Revival architectural. 


According to the National Register of Historic Places, the subject property, constructed circa 
1890, is a contributing structure to the West End Historic District. The home represents Queen 
Anne Victorian architecture. There are three sided projecting cross gable bays on the south and 
east elevations. Each of the pedimented gables contain round-arched Palladian windows. The 
window surrounds are square-edged wood. The door has a one-light transom, and the roof uses a 
heavy wood molded cornice. On the rear elevation is a two story gable-roof ell. On the west 
elevation of the ell there is a half-hipped roof porch on the second story. 


Case History 


There is no relevant case history for the subject property. 


HLC2021-00035 
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Public Notice 


This request has been duly advertised in accordance with the public notice requirements set forth 
in Section 15.2-2204 of the Code of Virginia, as amended, and with the applicable provisions of 
the Unified Development Ordinance. A notice, containing a copy of the staff report, was also 
provided to the applicant on December 3, 2021. 


Proposed Actions 


The applicant’s request includes the following actions: 
1. Replace metal tile roofing and existing asphalt shingles with architectural shingles in 
charcoal black on sloping portions of the roof. 
2. Replace standing seam metal porch roof with architectural shingles in charcoal black. 
3. Install TPO membrane roofing material on flat roof areas. 


Condition Statement 


A condition statement was submitted for this request. 


Surrounding Characteristics 


A detailed description of adjacent and nearby properties is provided below. 


504 W. Washington Street — Contributing Greek Revival dwelling constructed circa 1830. 
This structure is a two story brick and framed dwelling, three bays wide with a front gabled 
portico. The portico details include a semi-circular window with a keystone and projecting sill 
that is set in the pedimented end. Dentil molding frames the gabled end of the portico. The 
centered entry is framed by sidelights, a transom, and a pedimented surround with pilasters. 
The house features large window openings. The roof is comprised of asphalt shingles. 


509 W. Washington Street—- Contributing Colonial Revival structure constructed circa 
1915. This building is the Baker Funeral Home. Centered on the facade is a two-story 
Neoclassical porch supported with paired Ionic columns. It has a full pediment with a 
raking cornice. The main block is three bays wide with a center entry. The entry has an 
elliptical fanlight and sidelights of leaded tracery. The Colonial Revival surround uses 
pilasters and a keystone. Above the first story entry is a balcony with bracketed supports, 
and turned posts with paneled piers. The window surrounds and first story louvered shutters 
are aluminum. The second story shutters are louvered wood. The roof features overhanging 
eaves, a boxed cornice with dentils under the porch. The porch columns are fluted as well 
as the pilasters. The building is clad with corner boards. A wrap around wing addition dates 
from circa 1980. It has a brick foundation and is clad with vinyl siding. The wings on the 
facade have a wide molded fascia. They are capped with a pyramidal roof topped with 
weathervanes and covered with asphalt shingles. 
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513_W. Washington Street — Non-contributing parking lot associated with the Baker 
Funeral home. 


514 W. Washington Street — Contributing Queen Anne Victorian dwelling constructed 
circa 1885. A projecting cross gable bay is canted on the second story. The pedimented 
front gable shows an inset tripartite window with a center roundarched window. Below the 
gable window is a partly splayed roof covered with metal shingles. There are two cross 
gable bays on the side elevations, which are canted on the first and second stories. The 
porch features a pedimented front cross gable bay. The front wall dormer has a turned 
cornice. The windows on the first story are elongated. A one-light transom is seen above 
the door. The house has a two-story frame ell. On the rear elevation is a two-story porch 
that has been enclosed with lattice. The roof currently has metal shingles. 


101 Brewer Avenue — Contributing Queen Anne Victoria dwelling constructed circa 1895. 
The porch and main block of the house uses a heavy molded wood cornice with a raking 
cornice in the projecting cross gable ends. The cornice of the porch extends with the porte 
cochere. The porte cochere is supported with several Ionic columns resting on brick piers. 
The porch cornice features beaded moldings in the frieze, and the roof is covered with 
standing-seam metal. The porch uses turned balusters, and above the door is a one-light 
transom. The first story facade windows are paired with an elliptical transom above. The 
main house hipped roof has asphalt shingles. 


Site Modifications 


As noted above, the applicant is requesting to remove the existing metal tile and asphalt shingles 
on the main roof and replace them with architectural shingles in charcoal black. The standing 
seam metal porch roof will also be replaced with architectural shingles in charcoal black. 
Additionally, three flat portions of the roof, currently using metal and bitumen roofing material, 
are proposed to be replaced with a thermoplastic polyolefin (TPO) membrane roof. 


The portions of the home currently utilizing asphalt shingles are located on the back side of the 
home and are not visually distracting from the home. With the exception of the flat areas of the 
roof, all other areas of the roof use metal roofing material, including the portions of the roof visible 
from the public right-of-way. 


Applicable Regulations 
A. Unified Development Ordinance (UDO) 
e Section 31-413(g)(7), Approval of Major Action by the HLC 
(iv) Any change or alteration of the exterior architectural style of a designated 


landmark or contributing property, including removal or rebuilding of porches, 
dormers, cupolas, stairways, terraces and the like. 
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(v) Any alteration to exterior building materials or color of materials 


B. Suffolk Historic District Design Guidelines 


1. Chapter 5, Residential Building Design Considerations, Section I, Roofs. The roof is one 
of the most important elements of a structure since it serves as its “cover” from the 
elements. As a consequence, roof maintenance is absolutely critical for ensuring the 
preservation of the rest of the structure. 


e Section I.1. Roof designs vary considerably within the Historic Conservation 
Overlay District and are one of the key character-defining elements of the style of 
the house. The type of roof covering is also important in defining the character, 
formality, stature, and texture of the house and the street. Consequently, historic 
roofing materials should be preserved and maintained. 


e Section I.4. When replacing a roof, match original materials as closely as possible. 
Avoid, for example, replacing a standing seam roof with asphalt shingles, as this 
would dramatically alter the building’s appearance. 


e Section I.7. Traditional roofing material such as standing seam metal are preferred 
over asphalt shingles but are not required. 


e Section I.8. When the original roofing material has already been replaced with 
asphalt shingles and re-roofing becomes necessary, then, at a minimum, the roof- 
in material shall be upgraded to an architectural-grade shingle. 


e Section 1.9. A signed statement, with exhibits, from a licensed general contractor 
stating the condition of the existing roof, ability to be repaired, need for 
replacement, proposed corrective measures, and options to replacement is required 
as supporting documentation for any application for a Certificate of 
Appropriateness. 


C. The Secretary of Interior’s Standards for Rehabilitation 


1. The Secretary of the Interior Standards, which are included in Appendix A of the Historic 
Guidelines, encourage the repair and preservation of existing historic materials and 
character defining elements. Where replacement is determined to be necessary, the new 
feature shall match the old in design, color, texture, and other visual qualities and, where 
possible, materials. The design of replacement features shall also be substantiated by 
documentary, physical, or pictorial evidence. Exterior alterations shall not destroy historic 
materials that characterize a property. 
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Staff Analysis 


The applicant is requesting to replace the metal tile roof with asphalt architectural shingles and to 
replace the flat portions of the roof with a TPO membrane roof. The standing seam metal porch 
roof will also be replaced with architectural shingles. A condition statement indicated that the 
metal tile and other metal roofing on the house are badly deteriorated and repair would be 
practically impossible. While staff notes that the metal tile roof is in poor condition, the Historic 
District Design Guidelines and Secretary of Interior’s Standards state that the replacement roofing 
material should match the old material in design, color, texture, and other visual qualities. 
However, if the original roofing material cannot be matched, the Design Guidelines recommend 
historic materials, such as a standing seam metal roof, be used as replacement material. Therefore, 
Staff recommends an in-kind replacement of the metal roof with a material resembling the existing 
roofing or, alternatively, a traditional roofing material such as a standing seam metal roof. 


The flat roof portions of the dwelling do not appear to be visible from the public right of way. 
Therefore, Staff finds that the replacement of these portions of the roof would not distract from 
the style of the home and that the TPO membrane roof would be an appropriate replacement 
material. 


Summary and Recommendations 


Based on the above findings-of-fact and the conditions outlined above, staff recommends denial 
of the request to replace the existing metal tile roof on the sloping portions of the roof and the 
standing seam metal porch roof with architectural shingles. 


Staff recommends approval of the following actions in regard to HLC2019-00035: 


1. Install TPO membrane roofing material on flat roof areas. 

2. Replace existing asphalt shingles, not visible from the public right of way, at the rear of 
the home with architectural shingles. 

3. All required permits shall be obtained from the City of Suffolk prior to commencement of 
work. 


Attachments 
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User Name: Awood 
Date: 11/03/2021 


PROPERTY MAP EXHIBIT B 
HLC2021-035 


View of 512 W. Washington Street from the corner of W. Washington Street and Brewer Avenue 


Rear view of roof with asphalt shingles. 


View of flat roof and metal tile 


View of roof from Brewer Avenue. 


View of flat roof and metal tile 


View of flat portion of roof facing W. Washington Street 


View of flat roof and metal tile 


757 Mount Vernon Avenue, Portsmouth, Virginia 23707 
Phone (757) 399-3066 - Facsimile (757) 399-3065 
Email: service@andrewsroofing.com 
www.andrewsroofing.com 

License #: 2705067832 + Class: A 

Classification: Building * Specialty Service: Roofing 
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Proposal Date: October 11, 2021 


To: Alice Fuller 
512 W. Washington St. 
Suffolk, VA 23434 


Job Address: 512 W. Washington St. 
Suffolk, VA 23434 


Re: Metal Tile Roof Condition 
Dear Ms. Fuller, 
On Friday, September 10, 2021, I visited the property at the above referenced address to 
assess the existing metal tile roofing and to provide an estimate for roof replacement. Our 
findings are as follows: 
e Existing metal tile and other metal roofing on the majority of the house is badly 
deteriorated and effective repair would be practically impossible. 
e Existing flat roofing materials on the upper flat roof area are likewise in poor 
condition and should be replaced. 
Should you have questions or need more information regarding this roof, please feel free to 
contact me at 757-434-0386. 


Sincerely, 


—_— 


Joseph M. Wicker 
Estimator / Inspector 
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Landmark, shown in Weathered Wood 


CertainTeed products are tested to ensure the 
highest quality and comply with the following 
industry standards: 


A Classic Original 


Fire Resistance: 


Landmark’s dual-layered construction provides depth »UL ClassA 
and dimension, along with extra protection from the » UL certified to meet ASTM D3018 Type 1 
elements. Widest array of colors in the industry. 


Wind Resistance: 


a NAILIraK wider nailing area » UL certified to meet ASTM D3018 Type 1 


R . * ASTM D3161 Class F 
for a more accurate installation 


© Lifetime limited warranty Tear Resistance: 


» UL certified to meet ASTM D3462 


™ 10-year SureStart protection "Sh Seer LES 


Includes materials and labor costs 
Wind Driven Rain Resistance: 


M@ STREAXFighter' 10-year algae resistance » Miami-Dade Product Control Acceptance 
@ 15-year 110 MPH wind warranty Acceptance Quality Standards: 


Upgrade to 130 MPH available » ICC-ES-ESR-1389 & ESR-3537 


LANDMARK® COLOR PALETTE 


Atlantic Blue Burnt Sienna Charcoal Black 


Cottage Red Driftwood Georgetown Gray 


Heather Blend Hunter Green Moire Black 


Silver Birch 


Pewter 


NOTE: Due fo limitations of printing reproduction, CertainTeed 
can not guarantee the identical match of the actual product 
color to the graphic representations throughout this publication. 


Landmark* Series yw 
available in areas shown lant | 
oat 
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Sunrise Cedar Weathered Wood 


Py CertainTeed Corporation 
Certainleed ROOFING - SIDING - TRIM - DECKING - RAILING - FENCE + GYPSUM « CEILINGS + INSULATION 


SAINT-GOSAIN 
20 Moores Road Malvern, Pa 19355 Professional: 800-233-8990 Consumer: 800-782-8777 certainteed.com 


NAB CertainTeed Cornaration Printed in the HSA Code No 20-20-3266 


Firestone 
TECHNICAL INFORMATION SHEET BUILDING PRODUCTS 


UlitraPly ™ TPO Membrane 


{tem Description {tem Number 
1 Roll Various 


Meets or exceeds ASTM D 6878. 
Product Information 


Description: 


Firestone UltraPly™ TPO Is a flexible Thermoplastic Polyolefin roofing membrane that is produced with polyester weft- 
inserted reinforcement. UltraPly TPO membrane meets or exceeds all requirements for ASTM D 6878 Specification. This 
heat weldable TPO membrane ts available tn 45 mil (1.14 mm) and 60 mil (1.52 mm) thicknesses. This reflective 
membrane is suitable for a variety of low-slope applications. 


Method of Application: 


1. Substrates must be clean, dry. smooth. and free of sharp edges. fins. loose or foreign materials, oil, grease, and other 
materials that may damage the membrane. 

All roughened surfaces that can damage the membrane shall be repaired as specified to offer a smooth substrate 

All sucface voids greater than 1/4“ (6.3 mm) wide shall be properly filled with an acceptable fill material. 

Firestone UltraPly TPO membrane ts installed as continuous roofing or waterproofing layer on the roof. Rolls are 
overlapped (side laps and end laps) prior to the heat welding of the seam areas. 

Install the UlfraPly TPO Roofing System in accordance with current Firestone UltraPly TPO specifications, details and 
workmanship requirements. 
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Storage: 


e Store away from sources of punctures and physical damage. 

e Assure that structural decking will support the loads incurred by material when stored on rooftop. The deck load 
limitations should be specified by the project designer. 

e Store away from ignition sources as membrane will burn when exposed fo open flame. 


Precautions: 


1 Refer to Material Safety Data Sheets (MSDS) for safety information. 

2 Exercise caution when lifting, moving, transporting, storing or handling membrane rolls to avoid sources of 
punctures and possible physical damage 

3. Contact your Technical Coordinator at 1-800-428-4511 for specific recommendations regarding chemical or waste 
product compatibility with Firestone UltraPly TPO Membrane. 


LEED® Information: 

pSSley. 
Post Consumer Recycled Content: 0% sero 0) We .) Oo 
Pre Consumer Recycled Content: 15% c US 
Manufacturing Location: Wellford, SC APPROVED 


Tuscumbia, AL {CC-ES 
ESR-2831 = GCMC 13348-R 


Firestone Bullding Products | Salas: (800) 428-4442 | Technical (800) 428-4511 | www-firestonebpco.com 
$723-RFS-012 TIS #201 41/8/2013 
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irestone 
TECHNICAL INFORMATION SHEET Fireston 


UltraPly™ TPO Membrane 


Product Sizes 


Membrane Thickness: 0.045" (1.14 mm) 
Membrane Weight: 0.23 Ib/ft’ (1.1 kg/m*} 


Available Colors Available Sizes 


White, Tan, Gray C5‘ x 100° (15 «305 mj | 


~ 


— (15x*305m) 


Sx 200° (5x6im) White 5‘ x 200° (5x6im) White 
6 2" x 100° (119x305 m} White, Tan, Gray G 2° x 100° {129x305 m) White, Tan, Gray 
8 x 100° — (24x 30.5 m) White, Tan. Gray 8 x 100° (2.4 x30.5 m) White, Tan. Gray 


200° (24xG6t mj 
10° x 100° (30x 30.5 mj 


8’ x 200° (24x61m) White 
While, Tan, Gray (3.0 x 30.5 m) Gmnite)Tan, Gray 


10° x 200° —_(3.0x61m) White 10° x 200° (3.0 x61m) 
Aaaex i000 8x 305m) 12° 4" x 100° (3.8 x 30.5 m) White, Tan, Gray 


124" 200 (3 Bx G1 mM) 


12° 4" x 200° (3.8 x61m) 


Physical Properties 
(Meet rexceeds ASTI 


pa 


Property 


Overall Thickness 


Coating over Scam 


0015* (0.38 mm) 0.021" (0.55 mm) 


D f5t, Grab 
Method = 
D 751, Grab 
Method 


220 Ibf (979 N) 390 Ibf (1.735 N) 


Breaking Strength 


Elongation of 
_ Reinforcement Break 


Pass Pass ila 7 
Pass Pass - 


Properties Alter Heat Aging (Retained Values) (ASTM D 573 670 fi at 240 “F (116 °C)): 


aa D 751, Grad * i - 


D 751, Grab 90% Minimum 


60% Minimunt 


Tearing Strength: 


Brittleness Point 


Ozone Resistance, No 
Cracks 


Elongation at Break 


Tearing Strength 


Weight of Change 


Linear Ownension Change < 1% 


Physical Properties (Continued) 
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irestone 
TECHNICAL INFORMATION SHEET Viresten 


UltraPly™ TPO Membrane 


Typical Performance 
60 mil ve 


Typical Performance 
45 mil Membrane 


Performance 
Minimum 


ASTM Standard 


Weather Resistance, 
8G °C Black Panel, na 
cracking, crazing when 
wrapped around a 3° 
mandrel and inspected 


10,800 kin’ 


Minimum > 20,160 kJinv 


> 20.160 kim’ 


ETM 101C. Method 
2031 


0 5635 


Puncture Resistance 


Oynanuc Puncture 
Resistance MD | 
Oynamic Puncture 
Resistance CD 


Static Puncture 
{ Resistance: : 


265 (1.180) 


Pass (20 J} Pass (40 J) 


Pass (35 J) Pass (50 J) 


Pass (25 kg) Pass (25 kg) 


Radiative Properties 


Cool Roof Rating Council (CRRC): Initial / 3 yr 
SolarReflectance 
‘ThemmalEauttance 0.81 /0.84 
‘Solar Reflectance Index (SRU) ne 
_Rated Product [D : 9008 


Licensed Manufacturer iD 
Classification 


Solar Retlectance 
‘Thermal Emittance 
* White membrane sample cleaned prior to age test 
— LEED® 
“Solar Reflectance — ASTM E 903 


| Thermal Emuttance — ASTM E 408 | 
Solar Reflectance Index (SRI) — ASTM E 1980 


¢ ENERGY SIAR ts only 

ef vaid a the Uadted States 
- 

CHARTER 

PEMEER 


Please contact your Firestone Roof Systems Advisor at 1-800-428-4511 for further information. 


060/054 


This sheet is areant to fighlight Fuestone products and specificatons and (s subject to change without notice Firestone takes responsibility for 
furustung quatty matenals wiich meet published Firestone product specications Nedher Firestone nor its representatwes practice architecture 
Fuestone offers 20 opaion on and expressly disclaims any responsibility for (ie saundness of any structure. Firestone accepts ao liability for structural 
failute or resultant damages Consult a competent structural engineer puor fo installation if the structural soundness or structural ability to properly 
suppoct a planned installation ts in question. No Firestone repaesentative ts authonzed lo vary this disclaimer 
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512 W Washington St, Suffolk, VA 23434 


QuicklIeasure einer 


Roof Reports in Under an Hour Prepared For: Andrews Roofing 


Contents Measurements 

Overview ] Roof Area 4,919 sq ft 
Top View 2 Roof Facets 27 
Side Views 3 Predominant Pifch 12 12 
Lengths 4 Ridges/Hips 253 ft 
Pitches 5 Valleys 139 ff 
Areas 6 Rakes 129 ft 
Summary 7 Eaves 498 ft 
Materials 8 Bends 4 ft 
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Side Views 
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Roof Reports in Under an Hour 
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QuickMeasure 
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Roof Reports in Under an Hour es 
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Areas 
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Quick Measure 


Roof Reports in Under an Hour 


Pitch 6 3 4 
Area 361 12 569 
Percent 7% 0% 12% 
Waste 0% 5% 10% 
Area 4,919 5,164 5,410 
Squares 50 52 55 


10 
824 
17% 


summary 

Tl 12 

234 2,919 

5% 59% 

15% 17% 20% 
5,656 5,755 5,902 
57 58 60 

Roof Area 4.919 sq ft 
Roof Facets 27 
Predominant Pitch k2 f k2 
Bends 4 ft 
Eaves A98 ft 
Hips 175 ft 
Rakes 129 ft 
Ridges 78 ft 
Valleys 139 ff 
Flash 203 ft 
Step A3 ft 
Drip Edge 627 ff 
Leak Barrier 1,191 ft 
Ridge Cap 253 ft 
Starter 627 ft 
Parapets O ft 


Notes: 1) Measurements are rounded to the nearest whole number. 2) Rakes are defined as sloped roof edges. 3) Eaves are defined as level roof edges. 4) Flashing pertains to level roof edges 
and excludes valleys. 5) Step flashing pertains to sloped roof edges and excluces areas oround penetrations. 6) Drip edge = eaves + rakes. 7) Yloste fable excludes cdditional materials 


needed for ridges, hips, valleys. efc. 


-remared For: Andrews Roofing 


442 W. WASHINGTON STREET, P.O. BOX 1858, SUFFOLK, VIRGINIA 23439-1858 
PHONE: (757) 514-4060 FAX: (757) 514-4099 


DEPARTMENT OF 
PLANNING & COMMUNITY DEVELOPMENT 


Division of Planning 


To: Historic Landmarks Commission 

From: Grace Braziel, Planner II 

Date: December 9, 2021 

Subject: REQUEST FOR CERTIFICATE OF APPROPRIATENESS HLC2021- 


00036, submitted by Gerry L. Jones, applicant, on behalf of the City of Suffolk, 
property owner, for demolition at property located at 219 W. Washington Street. 
The property is further identified as Zoning Map 34G18, Block A, Parcel 361, 
zoned CBD, Central Business District and HC, Historic Conservation Overlay 
District. 


STAFF REPORT 


Overview of the Subject Property and Surrounding Area 


The subject property is located at 219 W. Washington Street within the East Washington Street 
District (2002) of the Suffolk Historic Conservation Overlay District. According to the National 
Register of Historic Places-Inventory Nomination Form, the 2002 boundary expansion to the 
Suffolk Historic District is a continuous area encompassing a large number of commercial 
buildings dating from the early 20 Century, small enclaves of residential buildings, several 
warehouses, banks, service stations, two depots, and one courthouse. Commercial, industrial, and 
transportation-related buildings surround the residential neighborhoods. The most common 
building form noted in this area is brick-fronted Italianate or Vernacular style commercial 
structures. 


According to the National Register of Historic Places Inventory Nomination Form, the subject 
property features a non-contributing commercial structure built between 1960 and 1975. It 
consists of a solid poured concrete foundation with brick veneer. The 1 story Vernacular 
commercial structure features a flat roof with a parapet and consists of a slate tile. 


The subject property, formerly known as the Brandon House furniture store, was hit by a tornado 
in August of 2020 and was damaged along with the commercial structure located at 209 S 
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Saratoga Street which has since been demolished. The non-contributing commercial structure is 
located on W. Washington Street and is largely surrounded by parking lots and other commercial 
structures. 


Public Notice 


This request has been duly advertised in accordance with the public notice requirements set forth 
in Section 15.2-2204 of the Code of Virginia, as amended, and with the applicable provisions of 
the Unified Development Ordinance. A notice, containing a copy of the staff report, was also 
provided to the applicant on December 3, 2021. 


Proposed Action 


The applicant’s request consists of the following actions: 
1. Demolish the existing non-contributing, 21,498 square foot, single story structure. 


Condition Statement 

The property has been documented to have received damage during the Isaias Hurricane in 
August of 2020. It was reported that a tornado touched down in Suffolk during the storm event 
which caused damage to the commercial structures main roof and display windows. The property 


to the east at 209 S. Saratoga Street also received damage from the same tornado and has since 
been demolished as it was condemned. 


Surrounding Characteristics 
The surrounding properties consist of the following commercial structures: 


101-113 S. Saratoga Street- Vacant lot where contributing commercial structures were 
demolished due to tornado damage that occurred during the Isaias Hurricane storm event. 


135 _S. Saratoga Street- Non-contributing 1-story Vernacular commercial structure 
constructed circa 1955-1970. The structure features a brick foundation with a brick 
structural system and a flat roof with a parapet. 


210 W. Washington Street- Non-contributing 2-story Vernacular commercial structure 
constructed circa 1970-1985. The structure features a concrete foundation with brick 
veneer, a flat roof, and a drive-thru with three service lanes. 


238 W. Washington Street- Parking lot that fronts on W. Washington Street and Clay 
Street. 


239 W. Washington Street- Contributing 1-story commercial building constructed circa 
1910-1925. The structure features a solid brick foundation with a rick structural system. 
The structure has a flat roof with parapet clad in standing seam metal and a wood frame 
stable. 
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Applicable Regulations and Analysis 


A. Suffolk Downtown Master Plan 


Chapter 3 Master Plan, Section Redevelopment Opportunities, Festival Event Site 
— Festival Event & Courthouse Park: The existing site is located at the 
intersection of West Washington Street and South Saratoga Street and is well 
positioned to be a potential location for community events. The Festival Event 
will have unobstructed views for pedestrians walking from the corner of North 
Main Street to West Washington Street, allowing potential shoppers/patrons to 
visit businesses along this block. Given the current success of the existing 
Farmers’ Market at the Visitors’ Center and the public’s desire for more events 
and “things to do” in downtown, this site has the greatest potential to become a 
new event venue, a new home for the Farmers’ Market and offer the infrastructure 
- a market shed, stage, plaza, bathrooms, and storage - that can be used to 
incubate new retail, new events and become the city’s home for providing 
entertainment and activities in downtown. 


The goal is to make it easy to plan events in downtown. By providing the 
permanent infrastructure to potential event organizers, the city can incubate new 
events, activities and promoters. It reduces the need to close streets in downtown 
for weekend events and yet still functions during the week a public park. All of 
this new activity can increase demand for retail, restaurants, housing and 
eventually may become an amenity that attracts new office users. It can draw new 
residents into downtown for the first time and give existing residents an 
opportunity to reintroduce themselves to what downtown has to offer. 


The overall project will require the demolition of current structures, slabs, and 
foundations. 


B. Unified Development Ordinance (UDO) 


1. 


Section 31-413(g)(7), Approval of Major Action by the HLC 
(1) Razing, demolishing or moving of a designated landmark or contributing 
building or accessory. 


C. Suffolk Historic District Design Guidelines 


1. 


Chapter 1, Section E, Categories of Significance with the Historic Conservation 
Overlay District, Contributing Structures: Historic or non-historic structures 
contribute to the overall historic character of the historic district through the 
compatibility of their design, character, scale, material, and detailing. They are 
not, however, significant enough to be designated as landmarks. 
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2: Chapter 8, Section A., Background: Historic buildings are irreplaceable 
community assets and once they are gone, they are gone forever. With each 
succeeding demolition or removal, the integrity and character of the district is 
further eroded. Often the new structure is seldom an attribute to the historic 
character of the district. Furthermore, if an historic building is moved to a site that 
is very different from its original site, it could face increased threats to its 
integrity. Consequently, since the action of demolition or removal of an historic 
structure cannot be reversed, the decision must be carefully considered and all 
alternatives explored. 


3. Chapter 8, Section C., Guidelines for the Consideration of Demolishing or 
Moving Buildings: 


e Is the structure of architectural significance? Does the building contribute to 
the character of the Historic Conservation Overlay District? 

e Is the structure of historical significance? 

e Is the building or structure of such old or uncommon design, texture or scarce 
material that it could not be reproduced or could be reproduced only with 
great difficulty and expense? 

e Is the relocation of the building or structure, or a portion thereof, a preferable 
alternative to demolition? 

e Would the proposed moving or demolition potentially adversely affect other 
historic buildings located within the Historic Conservation Overlay District? 

e Would the proposed moving or demolition potentially adversely affect the 
character of the Historic Conservation Overlay District? 


Staff Analysis 


The applicant has requested to demolish the non-contributing commercial structure to redevelop 
the site as a festival site at a later date. The structure in question is a one-story commercial style 
building which measures approximately 21,498 square feet in size. It was reported that a tornado 
touched down in Suffolk during the Isaias Hurricane storm event which caused damage to the 
commercial structures main roof and display windows. As outlined above, the commercial 
building is noted on the 2002 East Washington Street District’s nomination form as dating from 
1960-1975. The nomination form notes that the commercial structure is a non-contributing 
structure. Based on the design, features, and materials, it has been determined that the structure 
does not contribute to the architectural character or integrity of the District. The applicant has 
noted that the roof has slate tile and is proposing to salvage the portion of the tile that has not 
been damaged by the August 2020 tornado so that it can be used for the Historic Train Station 
along N. Main Street. Additionally, the slate will also be available to the public for use by 
request. 


As mentioned in Chapter 8, Section A. of the Suffolk Historic District Design Guidelines, 
“Historic buildings are irreplaceable community assets and once they are gone, they are gone 
forever. With each succeeding demolition or removal, the integrity and character of the District 
is further eroded.” It is also important to look at the character of the neighborhood and/or block 
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in question. As such, the property in question is located on the 200 block of W. Washington 
adjacent to a strip of contributing commercial structures located along the 100 block of W. 
Washington Street that date from the late 19" century to mid-20" century. The structures along 
the 100 block of W. Washington Street are contributing commercial structures and are some of 
the oldest commercial buildings on W. Washington Street. These building consist of Italianate 
style structures. The subject property is modest in comparison to the 100 block of W. 
Washington Street. It can be determined that the subject property was not a key feature to the 
neighborhood during the period of significance, and the demolition of the building should have 
little to no impact on the neighborhood. 


Chapter 8, Section C. provides a series of criteria in regards to the consideration of demolishing 
or moving contributing structures. Below, please find the criteria that apply to this specific case: 


e Is the structure of architectural significance? Does the building contribute to 
the character of the Historic Conservation Overlay District? 


The primary structure itself is not architecturally significant and includes no 
architectural details or discernable style. The building does not date from the 
period of significance for the surrounding Districts. 


e Is the structure of historical significance? 


The structure is not associated with any historically significant purpose, event, 
or person. 


e Is the building or structure of such old or uncommon design, texture or scarce 
material that it could not be reproduced or could be reproduced only with 
great difficulty and expense? 


As mentioned above, the commercial building from an architectural 
standpoint could be easily reproduced utilizing like materials. The primary 
materials include a concrete, brick veneer, and a flat roof slate tile all of which 
are readily available materials. Furthermore, the commercial building 
represents a common building style that would have been frequently observed 
at its time of construction. 


e Is the relocation of the building or structure, or a portion, thereof, preferable 
alteration to demolition? 


The structure is a non-contributing commercial building and does not include 
any features or history that should be preserved through relocation. 
Additionally, there is extensive damage to the roof that was caused by a 
tornado in August of 2020. 


e Would the proposed moving or demolition potentially adversely affect other 
historic buildings located within the Historic Conservation Overlay District? 
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The proposed demolition would not affect other historic buildings that are 
located in the area. The non-contributing structure is located next to an empty 
lot where a contributing structure was demolished from the damage caused by 
the same tornado that damaged the subject structure. It is highly visible as it 
fronts on W. Washington Street but is not architecturally compatible with their 
period of significance. 


e Would the proposed moving or demolition potentially adversely affect the 
character of the Historic Conservation Overlay District? 


The proposed demolition of the structure is projected to have a minimal 
impact on the District as a whole due to the fact that the structure lacks any 
architectural features or historical significance that enhances the District. 


In addition to the more specific questions contained within the Guidelines above, more general 
questions relate to the feasibility of relocating the building elsewhere in the District and the 
potential impact of the building’s demolition on other historic structures in the District as well as 
its impact on the District as a whole. Due to the structure receiving significant damage from a 
tornado and the fact that the structure itself is not architecturally or historically significant, its 
demolition would have little to no impact on the character of the District. 


The demolition of the subject structure is recommended as part of the Suffolk Downtown Master 
Plan’s proposed Festival Event site to help provide the permanent infrastructure needed for 
potential event organizers so that the city can incubate new events, activities and promoters. 
Additionally, the proposed demolition would allow for the site to be developed as an event center 
which would draw the community to the downtown core allowing potential shoppers/patrons to 
visit businesses within the surrounding area and would work toward revitalizing the downtown 
area. 


Summary and Recommendations 


After evaluation, staff believes that the criteria of the Historic District Design Guidelines can be 
met based on the above findings-of-fact and the conditions outlined below. Therefore, staff 
recommends approval of the following actions and conditions in regard to HLC2021-00036: 


1. Demolish the existing non-contributing, 21,498 square foot, single story structure. 
Dispose of all debris properly. 


2. Any additional improvements shall require a Certificate of Appropriateness. 


3. All required permits shall be obtained from the City of Suffolk. 
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CITY OF SUFFOLK 


442 W. WASHINGTON ST., P.O. BOX 1858, SUFFOLK, VIRGINIA 23439-1858 


PHONE: (757) 514-4060 FAX: (757) 514-4099 
DEPARTMENT OF 
PLANNING & COMMUNITY DEVELOPMENT 
Division of Planning 
To: Historic Landmarks Commission 
From: Alexis Baker, AICP, Comprehensive Planning Manager 
Date: December 9, 2021 
Subject: Request for Certificate of Appropriateness HLC2021-00037, submitted by 


Gerry Jones, Director of Capital Programs and Buildings, applicant, on behalf of 
the City of Suffolk, property owner, for demolition at property located at 309 and 
321 W. Washington Street and new construction at property located at 309, 321, 
and 407-413 W. Washington Street and 114-124 Lee Street. The property is further 
identified as Tax Map Numbers 34G17(A)*176, 34G17(A)*177, 34G17(A)*181, 
34G17(A)*182, 34G17(A)*183, 34G17(A)*184, 34G17(A)*189, 34G17(A)*190, 
and 34G17(A)*191., Suffolk Voting Borough, zoned CBD, Central Business 
District zoning district, and HC, Historic Conservation Overlay District. 


STAFF REPORT 


Overview of the Subject Property and Surrounding Area 


The subject properties include 309, 321, and 407-413 W. Washington Street and 114-124 Lee 
Street. The applicant is requesting the demolition of three structures on property located at 309 
and 321 W. Washington Street and new construction, specifically a new downtown library, at 
property located at 309, 321, and 407-413 W. Washington Street and 114-124 Lee Street. With the 
exception of 309 and 321 W. Washington Street, the subject properties are vacant. 309 and 321 
W. Washington Street and 407-413 W. Washington are part of the Suffolk Historic District 
Boundary Expansion Number 3 (2004) of the Suffolk Historic Conservation Overlay District and 
are located in the Central Business District zoning district; the remainder of the parcels are outside 
the District, but are included in the overall conceptual site plan for the new library. 


The building at 309 W. Washington Street is a one-story commercial style contributing structure, 
built circa 1920. It is known as the Firestone Suffolk Tire and Auto (Firestone Building). There is 
a flat roof with a stepped parapet with a shingled visor on the front fagade of the building. The 
facade has been covered in vertical siding. The side elevations have been painted while the rear 
remains unpainted. There are several garage bays on the eastern elevation as this building was 
previously used for automobile repair. Original plate glass and entrance doors remain. The 
outbuilding is also a contributing structure. 
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The building on 321 W. Washington Street is a contributing commercial style structure, 
constructed circa 1930. The building is a one-story, brick, flat-roofed structure with a parapet. 
There is a terracotta tiled awning on the facade. The facade has been stuccoed and the rear 
elevation has been painted. The original metal one-light storefront windows and entrance doors 
remain. 


Overall, the buildings in the Suffolk Historic District Boundary Expansion (2004) date from circa 
1850 to circa 1954 and include popular architectural styles such as Greek Revival, Italianate, 
Colonial Revival, Cape Cod and commercial designs. 


Case History 


C7-10 — Conditional Use Permit approved on July 21, 2010 for a minor automobile repair shop at 
321 W. Washington Street. 


Public Notice 


This request has been duly advertised in accordance with the public notice requirements set forth 
in Section 15.2-2204 of the Code of Virginia, as amended, and with the applicable provisions of 
the Unified Development Ordinance. A notice, containing a copy of the staff report, was also 
provided to the applicant on December 3, 2021. 


Proposed Actions 


The applicant’s request includes the following actions: 


1. Demolish two main structures and a one story metal building located at 309 and 321 W. 
Washington St., tax map numbers 34G17(A)*177 and 34G17(A)*181. 


2. Construct a two-story library and related green space on property located at tax map 
numbers 34G17(A)*176, 34G17(A)*177, = 34G17(A)*181, = 34G17(A)*182, 
34G17(A)*183, 34G17(A)*184, 34G17(A)*189, 34G17(A)*190, and 34G17(A)*191. 


Condition Statement 


Phase II environmental site assessment reports, completed by GET Solutions, were submitted for 
309 and 321 W. Washington Street. While some contaminants were found onsite due to this being 
the location of a former automobile repair and filling station, the concentrations were negligible. 
Any construction on the site should not be detrimental to drinking water as there are no exposure 
pathways to impact soil or groundwater. It was determined that no further testing would be 
necessary. 


Surrounding Characteristics 


A detailed description of adjacent and nearby properties is provided below. 
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306 W. Washington Street — Contributing commercial style building, circa 1920. The one- 
story building is narrow with a brick header course cornice and replacement metal 
storefront. 


300 - 304 W. Washington Street — Contributing commercial style building, circa 1920. 
This is a two-story brick commercial building with two altered storefronts. The building 
has a stepped parapet roofline. The two over two sash windows remain. 


308 - 310 W. Washington Street — Contributing commercial style building, circa 1889. 
This two-story common bond brick building has its original recessed storefront 
configuration, large two over two windows, and an elaborate cornice with finials and 
decorative pediment. 


314 W. Washington Street — Contributing commercial style building, circa 1920. This is a 
one-story, four-bay, flat roof brick commercial building. The building retains its original 
form and stepped parapet. Alterations to the building, circa. 1950, include a 
reconfiguration of the storefront to include a six-panel door and five fixed, single-light 
windows, and the addition of an asphalt shingled awning. 


318 W. Washington Street — Contributing Queen Anne Victorian, circa 1900. This Queen 
Anne-style dwelling is a two-and-a-half-story, three-bay, frame, hipped-roof structure with 
paired gable wings. The house has been vinyl sided. The house retains its original one- 
over-one double-hung sash windows, two-story bay windows, three interior brick 
chimneys and central entry with transom and sidelights. There is an attached one-story, 
one-bay gable front porch supported by Tuscan columns 


400 W. Washington Street — Contributing commercial style building, circa 1930. The one- 
story stuccoed former service station has a large, hipped-roof pavilion on the front 
elevation. 


404 W. Washington Street — Contributing late Victorian-style house, circa 1890. This is 
a two-story, three-bay, frame, front-gable structure, currently used for a commercial 
business as a barber shop. 


408 W. Washington Street — Noncontributing residential structure of no discernable 
architectural style, circa post 1966. 


416 W. Washington Street — Contributing commercial building, circa 1945. This service 
station is a one-story, four-bay, flat-roof brick commercial building with attached asphalt 
shingle visor. On the facade the office is enclosed by large plate glass windows. There are 
three garage bays on the facade and single garage door flanked by multi-light fixed 
windows on the rear elevation 


421 W. Washington Street - Commercial service repair garage, circa 1950. This structure 
is outside the Suffolk Historic Conservation Overlay District. 
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423 W. Washington Street — Contributing commercial building, circa 19320. This one- 
story, yellow brick building has a parapet and roofline and double storefronts. 


220 - 222 Jackson Street -Commercial service repair garage outside of the Suffolk Historic 
Conservation Overlay District and National Register Historic Districts. 


301-315 Jackson Street — Residential dwellings outside of the Suffolk Historic 
Conservation Overlay District and National Register Historic Districts. 


Site Modifications 


As noted above, the applicant is requesting to demolish two main structures and a one story metal 
outbuilding located at 309 and 321 W. Washington Street in order to build a two-story, 37,743 
square foot library on a block of nine (9) adjacent properties. It is anticipated that the demolition 
will be completed in six months and the library will be completed by 2024. 


The library will incorporate a glass wall system with a dark anodized finish, brick, and fiber cement 
panels. The building will have an urban presence along W. Washington Street with the main 
entrance set back from the street to form a civic plaza. The rear entrance will have a neighborhood 
presence with accessible outdoor spaces. 


Lee Street, along the western property line, will be redesigned, a portion vacated, and converted 
into a one-way street. Vehicular traffic will enter from W. Washington Street or South Street and 
exit to Jackson or South Street by way of Lee Street. The forty-one (41) space parking area, off 
of Lee Street, will be inserted between the children’s outdoor play space, activity plaza, and 
reading garden at the rear of the building and a community greenspace along Jackson Street. The 
western elevation will have an additional exit/caterer entrance and a staff entrance with thirteen 
(13) additional spaces. Patrons can access a book return on the west elevation by entering from 
W. Washington Street. 


The north elevation on W. Washington Street will have six main bays and an entrance with 
automatic glass doors. The facade is primarily comprised of glass wall systems with a dark 
anodized finish and translucent glass lights. Aluminum paneling will also frame several of the bays 
and fiber cement siding and brick will be incorporated into the facade. Natural light will be 
provided inside the building with skylights. Seat walls and pavers will be incorporated into the 
outdoor areas. A linear park, adjacent to the library, will have a wood deck, allowing limited 
pedestrian access to a pond, used for stormwater retention. 


The east elevation, along South Street, is inspired by the Firestone building and will mimic the 
garage bays. This elevation is comprised of brick, cement fiber siding, and glass wall systems. 
The building walls will extend into the site to provide protection or seating. 


The south elevation is the pedestrian entrance and is inspired by residential development. It will 
include a mix of glass wall systems, fiber cement siding, brick, and aluminum panels. Perforated 
shading screens, that can be opened and closed, will allow for additional indoor/outdoor space. A 
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reading garden, activity plaza, children’s play space, raised garden, and a bike rack are also 
included in the outdoor spaces. 


The west elevation, like the east elevation, is inspired by the rhythm and scale of light industrial 
buildings. This elevation includes the staff and catering entrances and an automatic book return 
area. This elevation will be composed of brick, glass wall systems, and fiber cement siding. A 
steel canopy will hang above the book return. A garage with an overhead door is included on this 
elevation, accessed from the south elevation, adjacent to the book return. Thirteen (13) additional 
parking spaces are located on the other side of the existing Lee Street. 


Applicable Regulations 


A. Suffolk Downtown Master Plan 


1. 


Chapter 3, Master Plan, Redevelopment Opportunities, The Library Square: The City has 
assembled a +3.5-acre site along West Washington Street as a home for a new library. 
Together with the new city hall, this site has the potential to anchor a revitalization of West 
Washington Street and improve the connection to the downtown core. This one has more 
space than the Library should need and offers an opportunity to think differently about how 
public investments can leverage new private investments as part of the redevelopment of 
the entire 300 and 400 Block of West Washington Street. 


One way that many communities have used public investment to leverage private activities 
is by creating new active public spaces. This project proposes creating a new Library 
Square fronting on West Washington Street. This square becomes the heart of the project. 
The library fronts directly on the square and two additional redevelopment sites bracket the 
square just across Lee and South Streets. How the city desires to develop the sites and how 
the private sector plans those redevelopment sites may be highly influenced by what kind 
of library is constructed and programmed. 


The library of the future is changing. The emergence of the shared space/shared economy, 
new technologies, unique educational programming, and a greater appreciation of local 
history/genealogy have all driven the re-imagining of the traditional library. 


B. Unified Development Ordinance (UDO) 


Section 31-413(g)(7), Approval of Major Action by the HLC 


(i) Razing, demolishing or moving of a designated landmark or contributing 
building or accessory. 


(ii) Construction of a new main building at any location or a new accessory building 
on a lot adjacent to a designated landmark. 
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C. Suffolk Historic District Design Guidelines 


1. 


Chapter 6 — Commercial Building Design Considerations, Section A.1 Historic Urban 
Core. The Historic Urban Core is an area where historic commercial mercantile buildings, 
historic residences and institutional buildings are sited close to the sidewalk to form a 
strong urban street edge. Although the area contains a variety of historic buildings from 
different periods, these buildings work together to form a classic downtown street 
character. Maintaining the urban character of the Historic Urban Core can be achieved 
through the implementation of the 

following goals: 


Preservation of the established urban character 

Preservation of the mixture of historic building types 

Rehabilitation of historic building facades 

Strengthening of the street edges 

Installation of enhancements to the pedestrian environment 

Adherence to design standards for new construction which respects the historic 
urban character of the area 


Chapter 7 — New Construction, Section A. Background. New infill construction in the 
Historic Conservation Overlay District should contribute to and emphasize the 
characteristics that define the district's uniqueness. To this end, the following guidelines 
are intended to ensure that new construction compliments and does not distract from the 
district's historic character and features. 


Chapter 7 — New Construction, Section B. Creativity. In order not to stifle creativity, the 
guidelines are not meant to be overly specific, dictate certain designs, or encourage the 
copying or mimicking of particular historic style(s). Rather, they are intended to allow for 
the recognition of individual taste and promote design creativity. This is accomplished 
through a framework which allows architectural freedom and interpretation while ensuring 
the compatibility of the new structure with its historic surroundings. 


Chapter 7 — New Construction, Section C. Guidance for New Construction. All the criteria 
contained in this Chapter need not be met in every new residential or mercantile building 
constructed. Rather, the applicable criterion should be taken into consideration during the 
design process. For example, when studying the character of an area, examine the forms 
of historic contributing buildings and avoid taking design clues from non-contributing 
structures. 


Chapter 7 — New Construction, Section D. General Application. 


a. Architectural Details: designs that use historic details successfully. One extreme is 
to simply copy the complete design of a historic building and the other is to "paste 
on" historic details on a modern unadorned design. Neither solution is appropriate 
for designing architecture that relates to its historic context and yet has the 
appearance of a contemporary building. Most successful new buildings take their 
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clues from historic images and reintroduce and reinterpret these traditional 
decorative elements within a contemporary context. 


Windows: Maintain the ratio of solids (walls) and voids (windows and doors) of 
new buildings which relates to and is compatible with adjacent historic facades. 
Maintain the rhythm and placement of windows on the facades of new buildings 
which relate to neighboring historic buildings. Similarly, maintain a compatible 
proportion of window openings, or the relationship between height and width. 
Maintain the articulation of openings which relate to similar historic building types. 
Frames are to be recessed in masonry openings and raised frames to be used on 
wood buildings. New windows are not to be flush with the wall surface. New 
windows may be constructed of painted wood, metal clad or vinyl clad. Unfinished 
or anodized aluminum is not permitted. 


Doors: Ensure that new doors are compatible with and relate to the door styles 
found in the historic district. 


Columns/Pilasters: Columns/Pilasters that are part of a new in-fill building are to 
relate to the architectural style proposed for the new building as well as the style, 
size, and character of adjacent historic buildings. If the new building is a church, 
the new design of columns and pilasters should be similar in size and proportion to 
typical historic churches. 


Materials and Textures: Select materials and textures for a new building which are 
compatible with and complement neighboring buildings. In this regard, wood is 
recommended for use in new construction on elements such as windows, cornices, 
porch trim, and all other decorative features. Metal decoration such as cornices can 
still be manufactured and considered for use in new construction. The duplication 
of historic details to the point where new construction is not distinguishable from 
old is not recommended. 


Setbacks: Setbacks are a requirement which ensure that new construction is 
appropriately set back from the property line. Ensure that setbacks and spacing of 
any new building relates to the character of the historic buildings in the immediate 
area. 


Massing and Building Footprint: The overall form or massing of a new building 
must relate to the organization and relative size of its sections or components. In 
general, use forms that relate to those of existing historic buildings on the street. If 
there are no buildings for reference on the street, relate the new structure to other 
examples of the historic building types found within the Historic Conservation 
Overlay District. 


Building Form: A new building’s form or shape can be simple (a box) or complex 
(a combination of many boxes or boxes with projections or indentations). The level 
of complexity relates directly to the style or type of building. 
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6. 


i. Color: The selection and use of colors for a new building should be coordinated 
and compatible with adjacent buildings. It is also to be consistent with the historical 
color choices found on similarly-styled buildings in the Historic Conservation 
Overlay District. 


j. Foundation: Distinguish the foundation from the rest of the new structure through 
the use of different materials, patterns, or textures which respect to traditional 
designs and materials common to the historic district. In addition, respect the 
height, contrast of materials, and textures found on the foundations of surrounding 
historic buildings. 


Chapter 8, Section A. Background. Historic buildings are irreplaceable community assets 
and once they are gone, they are gone forever. With each succeeding demolition or 
removal, the integrity and character of the district is further eroded. Often the new structure 
is seldom an attribute to the historic character of the district. Furthermore, if an historic 
building is moved to a site that is very different from its original site, it could face increased 
threats to its integrity. Consequently, since the action of demolition or removal of an 
historic structure cannot be reversed, the decision must be carefully considered and all 
alternatives explored. 


Chapter 8, Section C., Guidelines for the Consideration of Demolishing or Moving 
Buildings: 


e Is the structure of architectural significance? Does the building contribute to the 
character of the Historic Conservation Overlay District? 

e Is the structure of historical significance? 

e Is the building or structure of such old or uncommon design, texture or scarce 
material that it could not be reproduced or could be reproduced only with great 
difficulty and expense? 

e Is the relocation of the building or structure, or a portion thereof, a preferable 
alternative to demolition? 

e Would the proposed moving or demolition potentially adversely affect other 
historic buildings located within the Historic Conservation Overlay District? 

e Would the proposed moving or demolition potentially adversely affect the character 
of the Historic Conservation Overlay District? 


D. The Secretary of Interior’s Standards for Rehabilitation 


1. 


The Secretary of the Interior Standards, which are included in Appendix A of the Historic 
Guidelines, states that new additions, exterior alterations, or related new construction shall 
not destroy historic materials that characterize the property. The new work shall be 
differentiated from the old and shall be compatible with the massing, size, scale, and 
architectural features to protect the historic integrity of the property and its environment. 


HLC2021-00037 
December 9, 2021 
Page 9 


Staff Analysis 


The applicant is requesting to demolish two contributing structures and a metal outbuilding in 
order to construct a new two-story library. Staff acknowledges that the buildings are contributing 
structures and are not currently in danger of condemnation for being unsafe or hazardous. 
However, the applicant has mentioned that the roofs leak and the buildings’ locations are in an 
area known to flood, which would entail complicated and costly repairs and maintenance. 


According to Chapter 8 of the Historic District Design Guidelines, several considerations must be 
addressed before demolishing buildings, including the significance of the structure and if the 
demolition of the structure would adversely affect the character of the District (see applicable 
regulations, above). While the buildings contribute to the overall District due to their age, none of 
the structures are considered an uncommon design, texture, or scarce material that could not be 
easily reproduced. The structures are also not of great architectural significant when compared to 
residential structures and other commercial buildings in the area that exhibit ornate or unique 
architectural styles. These buildings are not recommended for individual listing by the Virginia 
Landmarks Register or the National Register of Historic Places as they have no relation to unique 
or important architectural styles or important persons or events. Finally, the demolitions would 
not adversely affect the character of the Historic District as the buildings will be replaced by a 
library with a design that considers the history of the area and incorporates design elements from 
surrounding buildings. 


Staff also considered the purpose of the Unified Development Ordinance (UDO), which codifies 
the Suffolk Historic District Design Guidelines in Section 31-413 and the 2035 Comprehensive 
Plan, which encompasses the Suffolk Downtown Master Plan, when reviewing the appropriateness 
of the proposed building demolitions. The overall purpose of the UDO, as outlined in Article 1, 
is to promote the health, safety, convenience and welfare of residents. The new library will extend 
additional services to the community through educational programs, technological assistance, 
outreach, indoor meeting spaces, children’s play areas, and green spaces, as well as the services 
libraries are most know for, books, reading materials, digital and computer services, and other 
forms of media. Additionally, the new library is identified in the Suffolk Downtown Master Plan 
as a primary opportunity site and as an important anchor for the revitalization of West Washington 
Street and vital to improving a connection to the downtown core. 


New construction is primarily addressed in Chapter 6 and 7 of the Design Guidelines. The 
applicant carefully considered the historic urban core, architectural details of surrounding 
buildings, massing, building footprints and form when designing the new library. By studying 
historic Sanborn maps, the applicant considered historic development patterns and designed the 
library at an appropriate scale. While the library will be larger and taller than adjacent buildings, 
it is a monumental building that is still consistent with the overall building heights and density in 
the downtown area. The applicant contextualized each architectural elevation as it related to the 
community, with the north elevation, fronting on W. Washington Street, having a more vehicular 
oriented urban feel, and the south elevation, facing residential homes on Jackson Street, with a 
pedestrian oriented feel with ample outdoor spaces, including a proposed community green space. 
The building design was also strongly influenced by the surrounding mercantile buildings, 
particularly utilizing architectural elements of post war commercial buildings, the Planters Peanuts 
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Center, and the Firestone Building. These buildings also influenced the use of brick, glass wall 
systems, and cement fiber siding in the design. 


In particular, the glass wall systems are a significant design element for the library. These glass 
walls mimic mercantile buildings in the corridor, which have facades with mullioned glass, flush 
with walls or recessed into an entryway. While glass wall systems are not typically permitted on 
new residential buildings in the District, such window systems are appropriate on non-residential 
buildings and creates an interesting pedestrian oriented environment, which adds life to the street 
and increases the vibrancy of the downtown. 


While it is preferable to protect and maintain contributing buildings in the District, the buildings 
are not distinct or important enough to outweigh the benefits the new library will bring. 
Additionally, the library addresses a key initiative of the recently adopted Downtown Plan, to 
revitalize West Washington Street and improve the connection to the downtown core. 
Additionally, the new library will extend additional services to the community through educational 
programs, technological assistance, outreach, indoor meeting spaces, children’s play areas, and 
green spaces, as well as the services libraries are most know for, books, reading materials, digital 
and computer services, and other forms of media. 


Summary and Recommendations 


Based on the previous findings-of-fact, staff recommends approval for Certificate of 
Appropriateness, HLC2021-00037 


1. Demolish two main structures and a one story metal building located at 309 and 321 W. 
Washington St., tax map numbers 34G17(A)*177 and 34G17(A)*181. 


2. Construct a two-story library and related green space on property located at tax map 
numbers 34G17(A)*176, 34G17(A)*177, = 34G17(A)*181, = 34G17(A)*182, 
34G17(A)*183, 34G17(A)*184, 34G17(A)*189, 34G17(A)*190, and 34G17(A)*191. 
The building shall be significantly similar to the “Suffolk Downtown Library City of 
Suffolk, Historic Landmark Commission Submission” dated October 29, 2021. 


3. Properties located on tax map number 34G17(A)*176 and 34G17(A)*171 are in the RM, 
Residential Medium zoning district. Prior to site plan approval, the applicant shall submit 
a rezoning request to rezone these properties to CBD, Central Business District zoning 
district. 


4. Once a rezoning request is approved, prior to site plan approval, a minor subdivision plat 
for a boundary line adjustment shall be submitted and approved to resubdivide the subject 
properties into one (1) parcel. 


5. Based upon the supporting documentation, a portion of Lee Street will require a street 
vacation. A street vacation request shall be approved prior to site plan submittal. 
Appropriate right-of-way access shall be provided for the residence at 117 Lee Street. 
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6. This certificate of appropriateness shall expire December 9, 2024. If on the date of 
expiration, work has not commenced or has ceased, an administrative six-month extension 
to this certificate of appropriateness shall be requested by the applicant. 


7. Any additional improvements shall require a separate Certificate of Appropriateness. 


8. All required building and zoning permits shall be obtained from the City of Suffolk. 


Attachments 
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CITY OF SUFFOLK 


442 W. WASHINGTON ST., P.O. BOX 1858, SUFFOLK, VIRGINIA 23439-1858 


PHONE: (757) 514-4060 FAX: (757) 514-4099 
DEPARTMENT OF 
PLANNING & COMMUNITY DEVELOPMENT 
Division of Planning 
To: Historic Landmarks Commission 
From: Alexis Baker, AICP, Comprehensive Planning Manager 
Date: December 9, 2021 
Subject: Request for Certificate of Appropriateness HLC2021-00038, submitted by 


Steven Oser, 312 N. Main Street, LLC, applicant and property owner, for exterior 
alterations at property located at 312 N. Main Street. The property is further 
identified as Tax Map Number 34G11(A)*161, Suffolk Voting Borough, zoned 
CBD, Central Business District zoning district, and HC, Historic Conservation 
Overlay District. 


STAFF REPORT 


Overview of the Subject Property and Surrounding Area 


The subject property is located at 312 N. Main Street. This property is part of the Original Suffolk 
District of the Suffolk Historic Conservation Overlay District and is located in the Central Business 
District zoning district. The majority of the buildings in this area were constructed in the late 19" 
and early 20" centuries and represent Queen Anne Victorian, Bungalows, Vernacular, and 
Colonial Revival architectural. 


According to the National Register of Historic Places, the subject property, constructed circa 
1890, is a contributing structure to the Original Suffolk Historic District. This building, 
currently used as an attorney’s office, represents Queen Anne Victorian architecture. The wood 
frame structure is clad with weatherboard with a vernacular porch with an Ionic column and 
classical entablature. It has three asymmetrical bays. The hipped roof has pressed metal tiles. 


Case History 


HLC2018-021 — Certificate of Appropriateness approved on May 17, 2018, to replace a retaining 
wall. 


Public Notice 


This request has been duly advertised in accordance with the public notice requirements set forth 
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in Section 15.2-2204 of the Code of Virginia, as amended, and with the applicable provisions of 
the Unified Development Ordinance. A notice, containing a copy of the staff report, was also 
provided to the applicant on December 3, 2021. 


Proposed Actions 


The applicant’s request includes the following actions: 


1. 


Replace metal tile roofing and standing seam metal porch roof with architectural shingles 
in estate gray. 


Condition Statement 


A condition statement was submitted for this request. 


Surrounding Characteristics 


A detailed description of adjacent and nearby properties is provided below. 


310 N. Main St. — Contributing bungalow, constructed circa 1915. This wood frame home 
is clad in weatherboard with a bungalow porch. The main house is two stories with exposed 
rafters. The gable roof is covered with standing seam metal. 


318 N. Main St. — Contributing vernacular, constructed circa 1840. This building is 
currently used for residential apartments. It is composed of a brick seven course American 
Bond. It is three stories tall with three front bays and five side bays. It has Chinese 
Chippendale railings, French doors with rectangular transoms, a stucco fagade, and full 
classical cornice. The National Register of Historic Places Inventory describes the central 
front gable roof as slate. 


106 W. Finney Ave. — Noncontributing building, built circa 2010. The roof has 
architectural asphalt shingles. 


106 Grayson Ct. — Contributing building with no discernible architectural style, circa 1930. 
This is a one-story, three bay, frame side gable structure with wood siding and a gable roof 
with asphalt shingles. 


108 Grayson Ct. — Contributing building, constructed circa 1935. This minimal dwelling 
is a one-story, three bay, frame side gable structure. The structure has vinyl siding but 
retains its original six-over-six double-hung sash windows. The original quarter-glazed 
entry door in the center bay sits under a wide single-bay front gable porch supported by 
square posts. The gable roof has asphalt shingles. 
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Site Modifications 


As noted above, the applicant is requesting to remove the existing metal roof tiles and replace them 
with architectural shingles in estate gray. 


Applicable Regulations 


A. Unified Development Ordinance (UDO) 


Section 31-413(g)(7), Approval of Major Action by the HLC 
(iv) Any change or alteration of the exterior architectural style of a designated 
landmark or contributing property, including removal or rebuilding of porches, 


dormers, cupolas, stairways, terraces and the like. 


(v) Any alteration to exterior building materials or color of materials 


B. Suffolk Historic District Design Guidelines 


ee 


Chapter 5, Residential Building Design Considerations, Section I, Roofs. The roof is one 
of the most important elements of a structure since it serves as its “cover” from the 
elements. As a consequence, roof maintenance is absolutely critical for ensuring the 
preservation of the rest of the structure. 


e Section I.1. Roof designs vary considerably within the Historic Conservation 
Overlay District and are one of the key character-defining elements of the style of 
the house. The type of roof covering is also important in defining the character, 
formality, stature, and texture of the house and the street. Consequently, historic 
roofing materials should be preserved and maintained. 


e Section I.4. When replacing a roof, match original materials as closely as possible. 
Avoid, for example, replacing a standing seam roof with asphalt shingles, as this 
would dramatically alter the building’s appearance. 


e Section I.7. Traditional roofing material such as standing seam metal are preferred 
over asphalt shingles but are not required. 


e Section I.8. When the original roofing material has already been replaced with 
asphalt shingles and re-roofing becomes necessary, then, at a minimum, the roof- 
in material shall be upgraded to an architectural-grade shingle. 


e Section 1.9. A signed statement, with exhibits, from a licensed general contractor 
stating the condition of the existing roof, ability to be repaired, need for 
replacement, proposed corrective measures, and options to replacement is required 


HLC2021-00038 
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as supporting documentation for any application for a Certificate of 
Appropriateness. 


C. The Secretary of Interior’s Standards for Rehabilitation 


1. The Secretary of the Interior Standards, which are included in Appendix A of the Historic 
Guidelines, encourage the repair and preservation of existing historic materials and 
character defining elements. Where replacement is determined to be necessary, the new 
feature shall match the old in design, color, texture, and other visual qualities and, where 
possible, materials. The design of replacement features shall also be substantiated by 
documentary, physical, or pictorial evidence. Exterior alterations shall not destroy historic 
materials that characterize a property. 


Staff Analysis 


The applicant is requesting to replace the metal tile on the main roof and the standing seam metal 
porch roof with architectural shingles in estate gray. A condition statement indicated that the roof 
is non-repairable and needs to be replaced. There are missing metal tiles which have since been 
discontinued and the contractor is unable to purchase new tiles for repair. There are problems with 
the flashing points and the metal is deteriorated to the point where a coating would not be 
recommended on top of the metal. While staff notes that the metal tile roof is in poor condition 
and cannot be repaired or replaced with the same product, the Historic District Design Guidelines 
and Secretary of Interior’s Standards state that the replacement roofing material should match the 
old material in design, color, texture, and other visual qualities. However, if the original roofing 
material cannot be matched, the Design Guidelines recommend historic materials, such as a 
standing seam metal roof, be used as replacement material. The porch roof is covered with standing 
seam metal roof and should be replaced in-kind with a standing seam metal roof. Therefore, Staff 
recommends an in-kind replacement of the roof with a material resembling the metal tile or, 
alternatively, a traditional roofing material such as a standing seam metal roof; the porch roof 
should be replaced with a similar standing seam metal roof. 


Summary and Recommendations 


Based on the above findings-of-fact and the conditions outlined above, staff recommends denial 
of the request to replace the existing metal tile roof with architectural shingles. 


Attachments 
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ZONING / LAND USE MAP 
HLC2021-038 


User Name: Awood 
Date: 11/04/2021 


TOP TIER 
ROOFIN 


ROOFING-SIDING-GUTTERS 


Oser Law Building 
312 N. Main Street 
Suffolk, VA 23434 


November 9, 2021 


To Whom it may concern, 


On November 9%, 2021 Oser Law Building contacted Top Tier Roofing for an inspection on their 
roof. Based off our inspection we have concluded that this roof is non-repairable and needs to be 
replaced. The property currently has missing metal tiles which have since been discontinued and are 
unable to be purchased for repairs (see front slope), problems with several flashing points, and all in all 
the metal is deteriorated in several places to the point we wouldn’t even recommend a coating on top of 
the metal. With this being said, the only way for us to properly restore this property and the value in which 
it brings to the City of Suffolk is with a full roof replacement. 


Please feel free to reach out to me with any questions, comments, concerns, and or complaints. You can 


email me directly at blade.hubbard@toptierroofingva.com, my direct phone number is 757-985-0201 or 
you can call the office and press “1” for sales and it will direct you to me as well. 


Respectfully, 


Blade Hubbard 
Sales Manager 
Top Tier Roofing 
757-985-0201 


Blade. hubbard@toptierroofingva.com 


GZ, Newman 


Class A #2705176228 


COMMONWEALTH. of VARGINEA 


EXPIRES ON e 193 '. NUMBER 
-- 08-31-2022 | 367-8500, ; | 2705176228 


CLAS IFICATIONS* ROC 


TOP TIER ROOFING LLC 4 @) Le | 
429 N MAIN ST | 2) i 2 


UFFOLK, VA 23434 
DPOR-LIC (02/2017) 


(DETACH HERE) 


(SEE REVERSE SIDE FOR PRIVILEGES AND INSTRUCTIONS) 
COMMONWEALTH of VIRGINIA 
2 4 2) LS | Department of Professional and Occupational Regulation 
CLASS A BOARD FOR CONTRACTORS 
CONTRACTOR 
i 
i 


2 *CLASSIFIGATIONS*:ROC «= ; 
NUMBER: 2705176228 EXPIRES 


“TOP TIER ROOFING ue E 
429NMAINST 
SUFFOLK, VA 23434 


PATENTS $,197,765 540,159 


Status can be verified at http:/avww.dpor.virginia.gov DPOR-PC (02/2017) 
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Front view of 312 N. Main Street from Main Street 


Close-up of main gabled roof 


Close-up of right side of main gable roof 


Close-up of flashing 


Close-up of Flashing 


Close-up of Flashing 


Close-up of Dormer 


Close-up of Flashing 


Roofing Resources During COVID-19 | For Contractors | For Homeowners 
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AMERICA'S MOST RECOMMENDED” ROOFING PRODUCTS 


WINNER Owens Corning’ is honored to have earned the 2021 Women's Choice Award" as America’s Most 
ee Recommended™ Roofing Products. This award is given by women for women. It is based on a national 
survey thet measures brand preference by female consumers. 


COLORS 


FAVORITES (0) Order Primted Sample Try On this Root Explore Style Boards Where To Buy 
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INNOVATIONS FOR LIVING® 


\ | 


Owens Corning” Roofing Products help protect from the elements 
and severe weather for commercial, institutional and high-rise 
residential buildings with a broad array of aesthetically appealing 
roofing products. This document applies to the LEED New ° 
Construction and Major Renovations, LEED Commercial Interiors, 
LEED Core & Shell, LEED for Schools and LEED for Existing Buildings, 
Operations & Maintenance products. As you pursue LEED ° 


Certification, rely on the products and expertise of Owens Corning. 


LEED Certification and the awarding of credits, is based on the overall ° 
project design, properly designed building systems and construction 


Tru 
° Tru 


assemblies, and the performance of the project as a whole. Roofing 


Shingle Products can be components in many roofing systems and 
assemblies. All components and assemblies should be considered when . 


° Tru 
Tru 


seeking credits within a given category. Owens Corning™ Shingle 


Products contribute to the categories listed below. 


Table | (Chart continued on next page) 


Contribution to LEED Requirement 


Owens Corning” Roofing Shingle Products 


HELPING YOU ACHIEVE LEED® CERTIFICATION 


Owens Corning” Roofing Shingle Products: 
¢ Berkshire® Collection 


Woodmoor® Shingles 


* Woodcrest® Shingles 
Tru 


Definiti Duration® Designers Color Collection 


tion® Shingle 


t 
Definiti Duration STORM?® Shingles 
rt Duration MAX™ Shingles 

t 


Definiti 
Definiti dge® Shingles 
ion® WeatherGuard® HP Shingles 


on® Oakri 


Definit 


Duration® Premium Cool Shingles 
Duration® Premium Shingles 


Supreme® Shingles 


LEED Credit Category 


LEED Requirement 


Owens Corning” Product Contribution 


Energy and Atmosphere (EA) 


Prerequisite 2: 
Minimum Energy Performance 


Credit |: 
Optimize Energy Performance (1-19 points) 


Credit 2: 
Construction Waste Management 
(1-2 points) 


10% performance improvement for new buildings 
or 5% better performance for renovated existing 
buildings, with baseline building performance rating 
calculated per method in Appendix G of ANSI/ 
ASHRAE/IESNA Standard 90.1-2007 for whole 
building simulation. 


Improve building performance rating compared with 
he baseline building performance rating, calculated 
per Appendix G of ANSI/ASHRAE/IESNA Standard 
90.1-2007 a whole project simulation model, 

with points awarded per energy cost savings in 
LEED table. 


Develop and implement a waste management plan, 
quantifying material diversion by weight (Remember 
hat salvage may include the donation of materials 
o charitable organizations such as Habitat 

for Humanity.) 

Recycle and/or salvage at least 50% (by weight) of 
construction, demolition, and land clearing waste 

| point) 

Recycle and/or salvage an additional 25% (75% total 
by weight) of the construction, demolition, and land 
clearing debris (| point) 


Owens Corning” Roofing Products, Duration® Premium Cool Shingles, 
TruDefinition® Duration? Oakridge® and Supreme® Shasta White 
Shingles can help to reduce building energy demand. The project team is 
responsible for conducting the energy analysis to determine the overall 
building energy efficiency. 


Owens Corning” Roofing Products, Duration® Premium Cool Shingles, 
TruDefinition® Duration? Oakridge® and Supreme® Shasta White Shingles 
can help to reduce building energy demand. The overall contribution 
depends on the building system or construction assembly where the 
product is used. The project team is responsible for conducting the energy 
analysis to determine the overall building energy efficiency. 


Owens Corning™ Roofing Preferred Contractor Shingle Recycling Program 
available in specific markets. 


Table | (Continued) 


Contribution to LEED Requirement 


LEED Credit Category 


LEED Requirement 


Owens Corning” Product Contribution 


Materials & Resources (MR) 


Credit 4: 
Recycled Content (1-2 points) 


Credit 5: 
Regional Material (1-2 points) 


Materials with recycled content such that the sum of 
post-consumer recycled content plus /2 of the pre- 
consumer content constitutes at least 10% 

(I point) or 20% (2 points), based on cost, of the total 
value of the materials in the project. 


Materials/products extracted and manufactured 

(or fraction thereof) within 500 miles of project site 
for a minimum of 10% (I point) or 20% (2 points), 
based on cost, of the total materials value (fractional 
quantities contribute as percentage by weight). 


Owens Corning” Shingle Products contain varying levels of pre-consumer 
recycled content, depending on product and manufacture location. 
See Table 2 


Owens Corning” Shingle products are made in many locations, providing 
regionally available product manufactured and sourced within a 500 mile 
radius of project locations in many areas of the country. Owens Corning” 
Roofing plant locations are shown in Fig. |. Contact |-800-GET-PINK® for 
additional information. 


Innovation in Design (ID) 
(I-4 points) 


Credit can be achieved through any combination of 
the Innovation in Design and Exemplary Performance. 


Refer to individual product data sheets or check with the local sales 
representative for product applications. 


cost of all materials. 


ote: No individual material enables a credit point to be taken within LEED because each category is dependent on the aggregate of all materials and their proportionate relationship to the total dollar 


Table 2 


Manufacturing Facility 


Shingles Product 


Pre-Consumer Recycle Content Available for LEED NC Credit 


Atlanta Supreme® Shingles 11% 
Oakridge® Shingles 

Brookville Oakridge® Shingles 7% 
TruDefinition® Duration® Shingles 7% 

Medina Supreme® Shingles 9% 

Memphis Supreme® Shingles 15% 
Oakridge® Shingles 4% 

Summit Supreme® Shingles 20% 
Oakridge® Shingles 8% 


Recycled content is a yearly average based on tons of recycled material purchased divided by the nominal square weight times the squares provided. 


Figure | 


Owens Corning” Roofing Shingle Product Plant Locations 


* 


Summit, IL 


Medina, OH 


Savannah, GA 


Denver, CO’ ~~ A bse Jacksonville, FL 
~~ a 5 
Irving TX \\ Houston, TX QS) 
vi 


Memphis, TN 


To view other Owens Corning” products that help contribute to LEED certification please visit 


ONE OWENS CORNING PARKWAY 


TOLEDO, OHIO 43659 


ee OWENS CORNING ROOFING AND ASPHALT, LLC 


1-800-GET-PINK® 
INNOVATIONS FOR LIVING® www.owenscorning.com 


http://sustainability.owenscorning.com/ and download Pub. No. I00I16I1. 


Pub. No. 10011706-E. Printed in U.S.A. March 2013. The color PINK is a registered trademark of Owens Corning. ©2013 Owens Corning. All Rights Reserved. 
LEED® is a registered trademark of US Green Building Council. 


HLC PROPERTY MAINTENCE CODE ENFORCEMENT UPDATE 


DECEMBER 2021 
ADDRESS CODE VIOLATION(S) STATUS 
342 N MAIN ST PROPERTY MAINTENANCE COURT 01/6/2022 


e =PEELING PAINT 

e DETERIORATED ROOF 

e DETERIORATED PORCH 

e DETERIORATED EXT WALLS 


- 7TH COURT HEARING 


179 E WASHINGTON ST 


PROPERTY MAINTENANCE 
e DETERIORATED EXT WALLS 
e DETERIORATED WINDOWS AND 
DOORS 


COURT CONTINUANCE: 02/3/2022 


388 E WASHINGTON ST 


PROPERTY MAINTENANCE 
e DAMAGE TO EXT WALL 


COURT CONTINUANCE 01/06/2022 


205 GRACE ST 
(1 UNIT) 


PROPERTY MAINTENANCE 
e MISSING EXHAUST FANS 


e MISSING SMOKE DETECTORS 


REPAIRS IN PROGRESS 


223 BANK ST 


PROPERTY MAINTENANCE 
e WINDOWS DAMAGE 


e ROOF DAMAGE 

e DETERIORATED EXTERIOR WALL 
e INTERIOR SURFACE DAMAGE 

e DETERIORATED PORCH 


COURT - NO SERVICE 


219 CLAY ST 


PROPERTY MAINTENANCE 
e ROOF DAMAGE 


e EXTERIOR WALL DAMAGE 
e BROKEN WINDOWS 
e INTERIOR DAMAGE 


COURT — NO SERVICE 


181 N MAIN ST 
(27 UNITS) 


PROPERTY MAINTENANCE 
e MISSING SMOKE DETECTORS 


e INTERIOR DOOR DAMAGE 
e BROKEN WINDOWS 


VACANT STRUCTURE — OWNER 
ASKED FOR EXTENSION 


118 PINNER ST 


140 W WASHINGTON 


PROPERTY MAINTENANCE 
e ROOF DAMAGE 


e EXTERIOR WALL DAMAGE 

e BROKEN WINDOWS 

e INTERIOR FLOOR COLLASPE 
e INTERIOR CEILING COLLASPE 


PROPERTY MAINTENANCE 
e SIDEWALK IN DISREPAIR 


NEW OWNER TO DEMOLISH — NEW 
NOV ISSUED 


NOV ISSUED — EXTENSION REQUEST 
GRANTED (30 DAYS) 


162 S MAIN ST 


PROPERTY MAINTENANCE 
e DETERIORATED WINDOWS AND 
DOORS 


COURT CONTINUED 01/06/2022 


Zoning 


Case Activity Report 
December 2021 
PROPERTY OWNER(S) LOCATION VIOLATION(S) JUDGEMENT INSPECTOR 
WORKING WITHOUT AN APPROVED NOV SENT MELVION 
JANICE LSIGNORE TR | 128 BREWER AVE COA 8/31/2020 KNIGHT 
MELVION 
ST. JOSEPHS WORKING WITHOUT AN APPROVED NOV SENT 
RESERVE,LLC PEO R EER NE COA 8/31/2020 ont 
LAKEISHA BRADLEY 302 BANK ST WORKING WITHOUT AN ZONING NOV SENT KEVIN 
PERMIT / COA 8/11/2021 ALEXANDER 
NICHOLAS MOYER 351 N MAIN ST - OPERATING A TIRE REPAIR NOV SENT KEVIN 
SHOP WITHOUT A CONDITIONAL USE 8/25/2021 ALEXANDER 
PERMIT (CUP) 
*Case moving forward to CC on 
12/15/2021 for CUP 
EWS PROPERTIES III 201 E LIVE ENTERTAINMENT WITHOUT A NOV HAND KEVIN 
LLC WASHINGTON ST CONDITIONAL USE PERMIT (CUP) DELIVERED ALEXANDER 
8-19-2021 


*submitted CUP application on 
11/4/2021 


ADMINISTRATIVE APPROVALS 
December 9, 2021 


FILE NUMBER ADDRESS CONDITIONS APPROVAL DATE 


HLC2021-00031 101 E. Washington Street Replace signage and ATM 11/22/2021 


HLC2021-00040 388 E. Washington Street Repair and repaint damage storefront wall 11/29/2021 


